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land classification surveys for which land Classification maps and maps 
types have been issued, shown thus. 


o— 4 TITLE OF MAP AND ORDERING NUMBER 
Tit eerie TF F ‘ District North and East of Preeceville, Saskatchewan. we No 
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Districts for which land classification maps only have been issued, shown thus. 

TITLE.OF MAP AND ORDERING NUMBER 
District adjacent to lakes Winni; sis and Manitoba, Manitoba.. 
District of St. Paul des Metis, alert Saban debe be stiphas sand bdSsdartyatnrenieibene 
District me Rrutsecc. erties Greencourt and Sangudo, Alberta... 


Peace River Block, British Columbia... 
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Districts for which maps of the main soil types only have been issued, shown thus............ ESS 
TITLE OF MAP AND ORDERING NUMBER 
RAUSCH GH NIE ROMS TEU sone opsceanissnagnpss dopvebions coasncdes nansdtestuesn govunseundeadesemaiceasskives No. 101 


Districts for which land classification maps and maps of main soil types are in course of 
preparation, shown thus. 





TITLE OF MAP AND ORDERING NUMBER 


District North and East of Onion lake, Saskatchewan ......,....... 
District of Vermilion, Alberta 


Copies of the above enumerated maps may be obtained at the local land offices and from the 
Topographical Survey of Canada, Ottawa. The price is fifteen cents per copy. 


For the districts coloured orange which are covered by both the land classification and soil maps, 
the price of the two maps is thirty cents. 
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